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[Abstract:] Before authorizing adjustment of the “Standard weights”... 23 


Treasury Department, 

Office of the Director of the Mint, 
Washington, D.C., 

January 9, 1880 


Sir: 


I have received your letter of the 7th instant requesting to be authorized to adjust “the 
large weights used in testing the other weights” of your Institution. From this I understand that 
you refer to the standard weights of your Mint with which the standard weights furnished the 
other Mints and Assay offices were compared. 


Before authorizing any adjustment of these weights I desire to be furnished with a 
schedule of each deviation from the correct weight. 


A change in your standards will necessitate a comparison and adjustment of the standards 
in use at the other institutions. 


Very respectfully, 
Horatio C. Burchard 
Director. 


A. Loudon Snowden, Esq. 
Supt. Mint U.S. 
Philadelphia. 


